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CANCELLATION NOTICE 

COMMITTEE ON ENVIRONMENTAL PROTECTION AND ENERGY 


You are hereby notified that the Committee on Environmental Protection and Energy meeting, 
which was to be held on Tuesday, November 5, 2019 at 10:00am in Room 201A, Second Floor, 
City Flail, Chicago, Illinois is hereby cancelled. 


Sincerely, 



Alderman George A. Cardenas, 12 th Ward 

Chairman, Committee on Environmental Protection and Energy 





